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EXHIBIT B 


PRELIMINARY LIST OF COMMERCIAL TEST 
EQUIPMENT PROPOSED FOR SYSTEM 4 


Estimated 

Vendor Description Quantity Cost 
Hewlett-Packard 612A Generator 1 * $ 1,200, 00 
Hewlett-Packard 211A Generator I 265. 00 
Hewlett-Packard 200CD Oscillator 1 160, 00 
Hewlett-Packard 410B Volt Meter a 245,00 
Hewlett-Packard 400D Volt Meter 1 225, 00 
New London Instrument 
Company Series 100 FM Generator 1 * 885, 00 
Kay Electric 110A Mega-Sweep l 495, 00 
Tektronix, Ina, 531 Oscilloscope 1 995.00 
Tektronix, Inc, 535 Oscilloscope ] * 1,300. 00 
Tektronix, Inc, 531 Oscilloscope ] * 995. 00 
Tektronix, Inc. 53/54C Amplifier ] * 275,00 
Tektronix, Inc. 53/54B Amplifier 1 * 125, 00 
Tektronix, Inc. PS10A Oscilloscope Probe 4 * 8.50 
Tektronix, Inc. T51P2A Tube 1 * 90. 00 
Tektronix, Inc, P4100 Oscilloscope Probe 1 12, 50 
Tektronix, Inc. 500 Scopemobile 2 97. 50 
Tektronix, Inc. 53/546 Pre Amp I 275.00 
Associated Industries TS-186/U, P, Meter 1 * 1, 000, 00 
Measurements Corp, 59 Megacycle Meter 1 168. 00 
Dressen-Barnes D3-150L Power Supply 2 295. 00 
Dressen-Barnes D5-200C Power Supply 3 625, 00 
Kay Lab DC Micro Volt Meter 

Model 202B 1 350. 00 
T. Louis Snitzer Co, 4120A Pulse Generator l 450. 00 
Valley Electronic 
Supply 260 Voltometer 4 43.95 


*These items will ‘go into the preflight test set. 
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